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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 266301 

13 

ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 RSC-01 /021 R 
66610 

DRAFTED BY: COM/SAD/ELCARTERON:GS 
APPROVED BY: EB/OCA/REP:LAKLIEFORTH 
COM/NE:CBARRETT 
EUR/RPE:RHARDING (INFO) 

COM/DM:HHEIKENEN 

082840 

R 042146Z DEC 74 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 

UNCLAS STATE 266301 

E.O. 11652: N/A 
TAGS: BEXP.UK 

SUBJ: HOSPITAL EQUIPMENT AND SYSTEMS TRADE MISSION 
TO GREECE, ITALY AND SWITZERLAND APRIL 5-17, 1975 

REQUEST EMBASSY CONTACT R.N. MARTIN, MANAGING DIRECTOR, 
COULTER ELECTRONICS LTD. COLDHARBOUR LANE, HARPENDEN- 
HERTS AND R.G. BERNAVA, OHIO MEDICAL PRODUCTS, 64 
CLIFFORD ROAD, NEW BARNET, HERTS REGARDING THEIR INTEREST 
IN PARTICIPATING IN SUBJECT MISSION. FIRMS PRESENTLY 
INDICATING PARTICIPATION INCLUDE: GENERAL ELECTRIC, 
PHYSIOMETRICS INT'L, JOHNNIE WALKER MEDICAL ELECTRONICS, 
LADD RESEARCH INDUSTRIES AND BARNSTEAD CO. PARTICIPATION 
FORMS BEING SENT DIRECT TO FIRMS. KISSINGER 


UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE266301 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/SAD/ELCARTERON:GS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740352-0899 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 260/aaaabzjb. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 AUG 2002 by ReddocGW>; APPROVED <13 FEB 2003 by izenbei0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL EQUIPMENT AND SYSTEMS TRADE MISSION TO GREECE, ITALY AND SWITZERLAND APRIL 5-1 7, 1975 
TAGS: BEXP, UK 
To: LONDON 
Type: TE 
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